Table 4-2 

FS-1 Groundwater Elevations Measured by Synoptic Hydraulic Events 
May 2001 - April 2002 



Data Sources: Jacobs, October 2002, Site Environmental Evaluation (SEE) database and AFCEE, MMR-AFCEE Data Warehouse. 


ft = feet 

ft msl = feet mean sea level 
blank indicates no measurement 
* = installed April 2002 


Well Depth Class 

A Midscreen above 0 ft msl 
B Midscreen between 0 and -50 ft msl 
C Midscreen between-50 and-100 ft msl 
D Midscreen between-100 and-150 ft msl 
E Midscreen between-150 and-200 ft msl 
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